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The Quality Flooring 
Integral with the Building Itself 


A plastic composition made of asbestos fibre and various chemical 
ingredients which gives a seamless, sanitary, dustless floor- 
ing, comfortable to the tread and durable 


The Economical Flooring 


For Homes, Office Buildings, Stores, Factories, Schools, 
Apartment Houses, Churches, Hotels, 
Hospitals and Institutions 


Applied over any Foundation—Old or New 


Coxors: 


Royal Red, Golden Buff, Natural Gray 


Manufactured by 


Everlasbestos Flooring Company 
ROCHESTER, N.Y. 


Copyright 1920 
Evertassestos Froorinc Company 

















Le oF | the need for a flooring that would be sanitary, 


Ras] smooth, durable, dustless, free from cracking, quiet, 
pees sy to the tread and fireproof. 


None of the older flooring materials could measure up 
to such specifications. While each one presents certain 
merits it fails to meet other important requirements. 


Wood, for example, popular through generations of use, 
excellent in many ways, is unsanitary and combustible. © 
Tile, though attractive and durable, is cold, slippery and 
tiring to the feet. Concrete is strong, cheap and fireproof, 
but it is cold, hard to work on, dusty and cracks easily. 


In Everlasbestos we offer you a modern flooring that 
combines the greatest number of desirable features required 
in flooring service, It is economical, sanitary, wear-resist- 
ing, dustless, attractive and comfortable. It is not an 
experimental flooring, but a tried and proven material used 
with satisfaction for years in every type of building. 


erlasbesto§ 


Flooring 


REG. U. S, PAT. OFF. 














Forming Cove Base 





Troweling Floor 


New Floors for Old 


HE contrast between these 

two pictures tells its own 
story. On the one hand, a rough 
wood floor with unsanitary open 
joints, and then the transforma- 
tion to a smooth, seamless surface 
of Everlasbestos, easy to clean and 
beautiful. 


Installation Made Easy 


The above cuts are taken from 
our “Manual for Laying Ever- 


lasbestos Floors,” which goes with 
every order. 

This Manual tells how to install 
Everlasbestos under all conditions 
in old or new buildings. Sixteen 
close-up photographs show a mason 
actually laying a floor. 

Any mason, cement finisher or 
plasterer can install this material 
and will welcome the practical sug- 
gestions and advice the free book 
contains. 


Improves Hotel Lobby at Cost 


GENTLEMEN: 


Sayre, Pa. 


Answering your letter, would state that the Everlasbestos 
floor has proved entirely satisfactory. We had an old wooden 
floor with linoleum, which did not present a good appearance, 
and was hard to keep clean. The Everlasbestos was laid directly 
over the old floor, without expense of preparing special 


foundations. 


The floor has worn very well, is an attractive color and com- 
fortable to walk on. It is also easy to keep clean, and requires 


only mopping. 


We consider it a first-class floor. 


Wirsur Hote. 


Everlasbestos can be applied over wood or concrete 



































The Main Advantages 


The remarkable sanitary 
features of Everlasbestos 
call for first mention. It is laid ina 
plastic state 14” thick, without any 
joints or seams, and quickly hard- 
ens into a continuous, close- 
grained, smooth surface. This solid 
layer forms an air-tight seal, free 
from all crevices and joints—an in- 
surance against the accumulation 
of dirt, dust, germs or grease. The 
material can be continued up the 
wall as sanitary base or wainscoting 
to any desired height, forming a 
solid piece with the floor. 


Sanitary 


Everlasbestos Flooring 
ee does not give off dust 
under heavy wear. A serious dis- 
advantage of cement floors is this 
dust from abrasion, flying particles 
of grit that are injurious to health 
and damage moving parts of ma- 
chinery. There are on the market 
special concrete veneering paints 
which stop this dusting tempora- 
rily. Everlasbestos is a dustless floor 
from the beginning, and needs no 
surface applications to keep it so. 





‘ni. Lverlasbestos possesses 
Tlgupie flexibility to a consider- 
able degree and will easily accom- 
modate the vibration of factory 
floors, where heavy machinery is 


running. This elasticity is in 
marked contrast to unyielding 
floors, such as tile, terrazzo or 
cement. The extensive use of 
magnesite flooring on ocean liners 
is a tribute to this material’s flexi- 
bility, for no severer test can be 
given than the straining and rock- 
ing of the ship during storms at 
sea. 


Dikable To be durable, a floor 
—— must resist wear ef- 
fectively. Everlasbestos has great 
durability, owing to its tough, 
resilient nature. It adheres so tena- 
ciously to the underfloor as to 
become an integral part of the 
building itself, rather than a sur- 
face covering. It easily withstands 
hard wear, and on account of its 
elasticity does not disintegrate or 
come loose from the foundation. 
Its wonderful wearing qualities im- 
prove with use. 


The noticeable resil- 
ience of Everlasbes- 
tos makes it a delightful flooring 
for people who are forced to stand 
on their feet for hours, such as 
workers in restaurants, offices, 
factories, stores and kitchens. It 
is easy to the tread, warm and 
flexible. 


Comfortable 


Everlasbestos makes clean, healthful floors 
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ie Work Space, Central Bank, Rochester, N. Y. x 





MESO. MC. A. Lobby, Rochester, N. Y. ) 








Well Liked by Conservative Users 


HE busy work space of a mod- 

ern bank is a special flooring 
problem—comfort, durability and 
sanitation are equally essential. 


Meets All Requirements 


GENTLEMEN: Rochester, N. Y. 

Replying to your inquiry regarding the 
Everlasbestos Flooring which you put in 
the work space of our bank this past 
spring, would say that the material has 
fulfilled all requirements. We had an old 
linoleum floor that was badly worn, and 
constant trouble to keep clean. The Ever- 
lasbestos is very easy to keep clean on 
account of there being no seams or joints 
in it to catch the dirt. It is easy to work 
on, and not hard on the feet, like other 
floor materials. It has shown no signs of 
wear, and has in all respects proved satis- 
factory. 


CENTRAL Bank or RocHEstER. 


HIS large and comfortable 
Lounging Room has a warm, 
quiet Everlasbestos Floor. 

The Y. M.C. A. buys for efficien- 
cy as well as beauty—this floor, 
though used constantly, requires 
very little care. 


Attractive and Wears Well 
Rochester, N. Y. 


In 1915, we had you lay red Everlas- 
bestos floors in our lobby, reading room 
and toilets, totaling about 7000 sq. ft. 


GENTLEMEN: 


We find the flooring attractive in 
appearance, comfortable to walk on, also 
easy to keep clean on account of the 
absence of all joints. It has proven very 
durable, and looks good for many more 
years of service. 

OM: CsA. 


Our floors are quiet and comfortable to walk on 



































Other Desirable Qualities 


Apacs be inviting texture 


nd smooth, softly 
glowing surface of Everlasbestos 
make it one of the most attractive 
floors on the market. It comes in 
three colors—deep rich red, clear 
sunny buff and soft quiet gray. 
Contrasting colors may be laid to- 
gether if desired; for instance, red 
field with buff border. It can be 
marked off in squares and will 
blend with any decorative scheme. 


Quiet Because of the asbestos fibre 
used in its composition, 
Everlasbestos has valuable sound 
deadening properties, a decided 
contrast to tile, cement or terrazzo 
floors in this respect. Where quiet- 
ness is an important consideration, 
as in hospitals, schools, churches, 
libraries and restaurants, Everlas- 
bestos floors are the logical choice. 





Non-Slippery Perfect freedom from 
————— slipperiness is an- 
other valuable feature in Everlas- 
bestos. This quality is absent 
from terrazzo, tile, marble and 
specially treated cement floors. For 
floors laid on an incline in theaters, 
schools and churches, Ever- 
lasbestos with its non-slipping sur- 
face is most satisfactory. 


Easy Everlasbestos floors are 
to Clean easily washed with soap 
and water. Being laid in 


one solid mass without joints or 
seams, Everlasbestos forms a per- 
fect seal with the underfloor and 
prevents any chance of water run- 
ning through to damage the floor 
below. This quality particularly 
adapts it for buildings having worn 
wooden floors with open joints. 


Bonds with Everlasbestos forms a 


Wood or powerful bond with 
Concrete wood or concrete 


foundations. When 
applied over wood surfaces—either 
new or worn—an inexpensive steel 
lath is first nailed down, and the 
Everlasbestos troweled into the 
meshes of the lath, thus reinforcing 
the entire floor. 

It is also extensively used in re- 
inforced concrete buildings, being 
laid directly over the concrete 
floors without steel lath. 

If it should become necessary to 
cut into the floor for any purpose 
Everlasbestos can be quickly and 
neatly repaired at slight cost. 

It bonds equally well with brick, 
hollow tile or steel. Our “Manual 
for Laying Everlasbestos Floors” 
gives complete information for ap- 
plying the material over any of 
these foundations. Everlasbestos 
weighs approximately three lbs. 
per sq. ft. laid. 


Royal Red, Golden Buff, 


Colors 
——— Natural Gray. 


The following report gives proof of its fire-resisting qualities: 


GENTLEMEN: 


Rochester, N. Y. 


We have tested your flooring material, ‘“Everlasbestos,” for its fireproofing 
qualities, and after four tests under our flames, the severest known today, we give you 


the following: 


It required a flame over 5000 degrees Fahrenheit, two minutes, ten seconds on an 
average to penetrate 34 of an inch of your material. As a heat resister it is equal 
to the best known fire-clay brick. Pure asbestos is not its equal. 


Rocuester WeLpING Works. 


Everlasbestos is not cold or hard like cement floors 











Interesting Views. of 


EOPLE come from far and 
wide to study the model 
Rochester School System. 

School experts have given their 
best thought to the planning of 
these structures. Low, beautiful 
buildings, plenty of air and sun- 
shine, gymnasiums and play rooms 
for recreation, and composition 
flooring in corridors, class-rooms 


0. 22 School, Rochester, N. Y. 
—E. S. Gordon, Architect. 


Typical Class Room in No. 22 School, 
Rochester, N. Y. 


Corridor in No. 22 School, Roch- 
A ester, N. Y. 


a Rochester School 


and toilets, are some of the notable 
features that make for efficiency. 
Note the complete absence of 
joints in the above floors—for sani- 
tation and cleanliness they are as far 
ahead of wooden floors as the elec- 
tric light compared to thetallowdip. 
No. 16, 28 and 37 Schools also 
have large areas of Everlasbestos 
Flooring in successful use. 


No Joints—No Dust 
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The Money Saving Features of Everlasbestos 


Ease of This is a distinct and 
Installation valuable feature, and 
~~ helps. solve many 
flooring problems. Our material 
can be laid directly over any floor, 
old or new, wood or concrete. An 
entire floor of Everlasbestos can be 
laid in a few hours, and put into 
service the next day. 

This ease of installation gives 
Everlasbestos first rank among 
floor materials, especially where an 
owner wishes to replace worn floors 
in an existing building. The use of 
cement, tile or terrazzo floors in 
such cases will raise the floor level 
2” or 3”, thus entailing a change in 
all plumbing fixtures. The other 
alternative of taking up the old 
floor and cutting down the joists 
so as to preserve the old floor level 
means a tedious carpenter job. 

Compare this expensive and 
lengthy job with an easy installa- 
tion of Everlasbestos—directly 
over the old floors and plumbing 
left unchanged. 

The use of linoleum laid over a 
worn floor is not advisable, as the 
strips tend to open up where the 


edges meet, and the uneven board 
marks show through in a few 
months time in spite of the usual 
felt paper padding and cementing. 


Cost About The inital cost of 
Same as Good Everlasbestos is 
Tinaleum 6 .- low. The price on 
fair sized installa- 
tions, including the laying, is but 
a trifle more than good linoleum. 
It costs about one-half the price of 
tile floors. Durability and service 
considered, it is one of the most 
inexpensive floors on the market. 

In office buildings and institu- 
tions Everlasbestos generally cuts 
up-keep and cleaning costs in half. 
Its smooth, seamless surface re- 
quires only an occasional mopping 
with soap and hot water. Where 
traffic is not heavy, a dustless oil 
mop is all that is necessary. Com- 
pare this with the constant and 
expensive scrubbing of tile or 
terrazzo. 

The low first cost, ease of instal- 
lation and inexpensive up-keep 
make Everlasbestos a profitable in- 
vestment for every owner. 


Linoleum 


The Owner Cut Costs 


GENTLEMEN: 


Rochester, N. Y. 


With regard to the 600 sq. ft. of Everlasbestos flooring that you put 
in my Main Street jewelry store about five years ago, would state that it 


has given entire satisfaction. 


You installed this floor directly over the old wooden floor, thus saving 
me the expense and trouble of tearing out and rebuilding the foundation, 
which would have been necessary with a tile or marble floor. I consider 
Everlasbestos an economical, up-to-date and satisfactory flooring. 


H. Rosensere. 


Threefold value—economy, durability, sanitation 
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ffices, Harrison Radiator Corpora- 
tion, Lockport, N. Y. 


"eg Room, Rochester Folding Box 
Co., Rochester, N. Y.—J. B. Con- 
nellan, Architect. 


rafting Room, Harrison Radiator 
Corporation, Lockport, N. Y.— 
J. R. Tyler, Architect. 


Efficient Floors for Modern Factories 


HE aim of modern executives 
is to improve working condi- 
tions and thus increase the 
efficiency and contentment. of the 
workers. An example of this pro- 
gressive spirit is shown in the pic- 
tures above. The management 
has provided for plenty of light and 
air, carefully arranged the office 
equipment and installed attractive 
Everlasbestos floors and_ base. 
These floors are easy to keep clean, 
durable and comfortable. 
Reinforced Concrete Building 
GENTLEMEN: Lockport, N. Y. 
Responding to your inquiry, we are 
glad to state that you laid in 1917 about 
12000 sq. ft. of Everlasbestos Flooring in 
our new reinforced concrete office build- 
ing. The flooring has given good satis- 
faction, and on account of its jointless 
surface is easy to keep clean. It has 
worn well and is comfortable and quiet 
to walk on. 
Harrison Rapiator Corp’n. 


N the factory dining room, where 
cleanliness is so important, 
Everlasbestos stands supreme. 
There is not an open joint or crev- 
ice in the entire expanse of floor, so 
that clean and healthful conditions 
are a certainty. 
Everlasbestos is an excellent 
dancing floor for social activities. 
The fireproof quality of Ever- 
lasbestos makes it especially valu- 
able in factories having wooden 
joist construction. 


Clean and Inviting 


GENTLEMEN: Rochester, N. Y. 
Referring to the Everlasbestos Flooring 
which you installed two years ago in the 
toilet rooms, kitchen and lunch room at 
our plant, would state that this has 
given entire satisfaction. We find it 
absolutely sanitary and easy to keep 
clean. It also looks well and shows no 
sign of wear. 
Rocuester Fotpine Box Co. 


Everlasbestos satisfies factory sanitation laws 
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The Universal Flooring 


Consider—study Everlasbestos point for point—compare it with 
wood, linoleum, terrazzo, tile or cement—and you will find that it 
ranks first for all around, efficient flooring service. 

The flooring consists of a dry powder, shipped in bags, and a liquid 
chemical shipped in cans or drums. These two materials are mixed 
together at the job, and troweled on to the floor. 

The method of installation is fully explained and illustrated in 
our “Manual for Laying Everlasbestos Floors.’ It is a plain cement 
finishing job, and not a difficult piece of work like laying tile or terrazzo. 


Adapted for all Types of Buildings 
Factories Churches 


For offices, lunch room, kitchen, store For vestibule, aisles, sanctuary, sac- 
room, sample room, rest room, hospital, _risty, Sunday School rooms, toilet rooms. 
toilets and throughout factory. 


Restaurants 
Stores For main floor, behind counters, kitch- 
For main floor and behind counters, ¢2, Serving pantry and store room. 
rest rooms, toilets. Banks 
Schools For public space, work space, vault, 
For ecbridars, clasd sootan: hae directors’ room, customers’ room, toilets. 
toilets, gymnasium and stairs. Libraries 
Office Buildings For entrance lobby, reading room, 
: : offices, exhibit rooms, toilets. 
For toilets, corridors and offices. 
Theaters 


Hotels and Apartments : For lobby, aisles, stairs, office, toilet 
For lobby, dining room, toilets, baths, rooms. 
kitchen and corridors. 


Residences 
Hospitals and Other Institutions For kitchen, pantry, bathroom, vesti- 
For operating rooms, kitchens, toilets, bule, sun parlor, billiard room. 
offices, corridors, engine room, dining Bakeries, Clubs, R. R. cars and ships 
room. are also extensive users of this material. 


Steel Lath for Wooden Surfaces 


Wherever Everlasbestos is laid over wood foundations as floor, 
base or wainscot, an inexpensive steel lath, 27 gauge, must first be 
securely nailed to the wood. The Everlasbestos flooring is then troweled 
in over the meshes of the lath, thus providing the strongest possible 
mechanical bond. This construction offsets the expansion or contrac- 
tion of the wood, reinforces the Everlasbestos slab and bonds the floor 
into an integral part of the building. 

Over concrete foundations, lath is not required. 


Everlasbestos is 100 per cent fireproof 
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> «Apparatus Room, Fire House No. 
12, Rochester, N. Y. 
Stairway, Fire House No. 12, Roch- 
ester, < 
Toilet Room—Fire House No. 12, 
Rochester, N. Y.—J. R. Tyler, 
Architect. 


Everlasbestos the Logical Choice in a Notable 
Installation 


HESE photographs show part 
of an installation of over 12000 
sq. ft. Our material was laid 
directly over the reinforced con- 
crete floors and continued up to 
4’6 height on all walls and columns. 

On the stairway, which is the 
self-supporting type, the Everlas- 
bestos was applied over the con- 
crete steps, and patent non-slip 
treads were permanently imbedded 
in our material. 

From the various materials con- 
sidered, the City of Rochester 
selected Everlasbestos, because of 
its sanitary features, inexpensive- 
ness, warmth and durability. 


Dark red color throughout was 
used, giving a beautiful effect. 

Everlasbestos bonds so com- 
pletely with the foundation over 
which it is laid that it hermetically 
seals the under floor. Nothing can 
get through it. 


Stops Leak in Floor 


GENTLEMEN: Rochester, N. Y. 
We were having a great deal of trouble 
in our fruit juice department on account 
of leakage through the wood flooring to 
the floor below. Your Everlasbestos floor- 
ing was laid directly over this leaky 
floor and stopped the trouble completely. 
It is also giving satisfaction in the five 

toilet rooms you installed in our plant. 
Smiru-Juntor Co., Inc. 


Clean—Permanent—Beautiful 








List of Installations 


The adaptability of Everlasbestos for use in many different types of 
buildings is shown by the partial list of installations below. After 


the first installation, 


many of these customers have ordered again and 


again for other parts of their buildings. 


Fire House No, 12.................Rochester, N. Y. 
City Fire House......................Ithaca, N. Y. 
Central: Banke; 36235) as en Rochester, N. Y. 
Alliance Banke :s\ciag vires oe Rochester, N. Y. 
Surety State Bank.................. Osceola, Nebr. 
Sherwood Hotel oo.) 225 bee. Hornell, N. Y. 
Wilbur Hotels ee Sayre, Pa. 
Webster Hotel..................Canandaigua, N. Y 
Niagara Hotel.................0.00 Lockport, N. Y 
Onyx Inn... weasels . Lockport, N. Y. 
Yalowich Dive Bie. cia aim ip al eC Rochester, N. Y. 
Terbell-Calkins Drug Store.......... Corning, N. Y- 
Schmitt Drug Store. ............... Rochester, N. Y. 
Federation Pharmacy................ Elmira, N. Y. 
Westby Coon Prairie Church.......... Westby, Wis. 


Evangelical Reformed Church. ...... Ebenezer, N. Y. 
No. 9, 16, 22, 28 and 37 Schools. .. .Rochester, N. Y. 
Red Creek High School Red Creek, N. Y. 
Southport School. .......5........... Elmira, N. Y. 
Reais an ohare Cambridge, Mass. 


Vi NEC A Ca Geo es Se Rochester, N. Y. 
Y. W. C. A. Addition.............. Rochester, N. Y. 
Livingston County Home........... Geneseo, N. Y. 
Star Restaurant............... Canandaigua, N. Y. 
Bertram Restaurant................. Geneva, N. Y. 
Young China Restaurant........... Rochester, N. Y. 
A. D. Quackenbush. .............. Brockport, N. Y. 
R. G. Lassiter Residence.............. Oxford, N. C. 


a Siteles a wees Hazleton, Pa. 
Birmingham, Ala 


Dr. Jewett Residence.............. Rochester, N. Y. 
Austin Harrington, Residence........ Holland, Mich. 
Ogden Residence. ..............4.. Penn Yan, N. Y. 
Delta U Fraternity. . ; . Ithaca, N. Y. 
Northern N. Y. Utilities Bldg... .. Watertown, N. Y. 
Modern: Tool: Coys 38. ee Erie, Pa. 
Poliog Stations. 662500 nes coke Hornell, N. Y. 
Federal: Bakery:.:. /.2.0.5.0005.4 Joes Elmira, N. Y. 
Peck Jewelry Store................. Watkins, N. Y. 
Rosenberg Jewelry Store........... Rochester, N. Y. 
Scheer Jewelry Store............... Rochester, N. Y. 
Falconer Residence................ Raymond, N. H. 
Page & Shaw Store................ Rochester, N. Y. 
5. Ri Somerteldtie ee ee aa ee Dunkirk, N. Y. 
Wilcox & Leiter Store.............. Rochester, N. Y. 
Bausch Optical Store...............Rochester, N. Y. 
Union Hote a coe Fishkill, N. Y. 


T. P. Murray Store............Canandaigua, N. Y. 
Stupp and Gieringer Apartments........ Reading, Pa. 
A. E. Copeland Apartments. .......Rochester, N. Y. 
Homestead Apartments............Rochester, N. Y. 
M.'K. Fleschutz Residence Little Ferry, N. J. 


Plymouth Apartments.............. Rochester, N. Y. 
Western Union Telegraph Co........Rochester, N. Y. 
Western Union Telegraph Co.......... Watkins, N. Y. 
Telephone Building.................. Hornell, N. Y. 
Nopper-Kane Garage............ Binghamton, N. Y. 
Triangle Building. ................. Rochester, N. Y. 


Borough Electric Works. ........ 
J. W. Showers Residence 
Way Neate se eens Wee cuiemaes 
Meier Furniture Co 


Wallingford, Conn. 
ean Re fo Zanesville, Ohio 
Rochester, N. Y. 
Rochester, N. Y. 
Seabees Sie at aeeeS Rochester, N. Y. 
Rochester, N. Y. 


Men WV VUNG oo oie ete se oueek Roundup, Mont 
Harrison Radiator Corp’n........... Lockport, N. Y 
Naugatuck Chemical Co.......... Naugatuck, Conn. 
F. B. Rae Oil Co...................Rochester, N. Y. 
International Heater Co............... Utica, N. Y 


American Legion Building. ......... 
American Type Founders Co... .. 


Wayland, N. Y. 
Jersey City, N. J. 


Mi Reeves io es ee aa aes: St. Louis, Mo. 
Warner Sugar Refining Co........... New York City 
Sherwood Shoe Co.................Rochester, N. Y* 
M. D. Knowlton Co................Rochester, N. Y. 
American Tobacco Co...............Durham, N. C. 
Whalen Tobacco Co................Rochester, N. Y. 


Ritter Dental Mfg. Co............ 
Maynard E. Douglas Co 


. .Rochester, N. Y* 
Red Creek, N. Y. 


Gleason Tool Works............... Rochester, N. Y. 
Palmer Greenhouse................. Cherokee, Iowa 
Curtive Brosi00.s aise ke sowegen Rochester, N. Y. 
Beech Nut Packing Co..............Rochester, N. Y. 
Dansville Hospital................. Dansville, N. Y. 
Michaels, Stern & Co...............Rochester, N. Y. 
Genesee Pure Food Co................LeRoy, N. Y. 
Kennedy Valve Mfg. Co,............. Elmira, N. Y. 
On Ks Migs Cou pas teen nee Oswego, N. Y. 
Pierce, Butler & Pierce Mfg. Co.......Syracuse, N. Y. 
Minute Tapioca Co...............055 Orange, Mass. 


The originals of many other testimonial letters, in 
addition to those appearing in this catalog, may be 
seen at our office. 


Everlasbestos has given years of satisfactory service 
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Frirst Aid Room, Davis Machine Tool 
Co., Rochester, N. Y 


a in a Residence, 
Rochester, N. Y. 


Toilet, Davis Machine Tool Co., 
Rochester, N Y. 


Everlasbestos Goes Hand in Hand with Cleanliness 


N these three rooms every de- Everlasbestos in factories and in- 

mand of health and sanitation stitutions improves working con- 
is met. Observe the smooth, con- ditions, increases self respect and 
tinuous surface and rounded angle safeguards the health of the 
where wall meets floor. Compare _ workers. 
this with the open cracks between 
each board in wooden flooring and In Factory and Home 
the unsanitary joint at the base. G®NTLEMEN: Rochester, N. Y. 


; : Answering your inquiry, I had you put 
The ease of cleaning, attractive  pyerlasbestos in the toilets, general of- 


appearance and the fact that it is fices and private office at our factory, 
warm and comfortable, make Ever- some time ago. This past spring you 
lasbestos an unequaled floor for the installed buff floor and base in the kitch- 


home kitchen en, pantry and maids’ dining room at my . 
: house. 
Better Than Linoleum We are well pleased with this flooring. 


It is easy on the feet, sanitary, and re- 
quires only mopping to keep it clean. 
L. A. WHALEN. 


GENTLEMEN: Rochester, N. Y. 

I am well pleased with the kitchen 
floor that you put in my house about six 
years ago. I like it much better than The economy, sturdy durability 


linoleum, and it is very easy to mop up ; +4 
and keep looking well. It is easy on the and remarkable sanitary qualities 


feet, and has stood up well under hard @fereasons why Everlasbestos gives 
wear. Mrs. W. S. Henry. such satisfactory service. 


Everlasbestos absorbs the jar of walking 
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Gleason Tool Works, 
Rochester, N. Y. 
Perrez Market, 
Rochester, N. Y. 
Sherwood Shoe Co., 
Rochester, N. Y. 
Yalowich Drug Store, 
Rochester, N. Y. 
Genesee Pure Food Co., 
LeRoy, N. Y. 


Everlasbestos gives satisfaction in every type of building 


GENTLEMEN: Rochester, N. Y. 


Regarding the nine toilet rooms of Everlasbestos, that you installed in my 
candy factory last year, the material was laid directly over the worn concrete 
floors, and has given perfect satisfaction. The sanitary base and seamless surface 
make it a very easy flooring to keep clean. Its wearing qualities are excellent. 

F. H. Dennis. 


It will solve your flooring problem 
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How to Use Order Blank 


For your convenience in making up your order, an order blank is 
enclosed. This should be carefully filled out. 


First measure the floor area to be covered, putting down result in 
_ square feet. For 6” high base, measure the running or lineal feet of 
base, and add directly to floor area in square feet. 


As AN EXAMPLE 


k——_ 14-0" ———5|__ Floor 14/0 x 106 
Lin. Ft., Base 


Deduct Doors 2’6 
2’6 44—0 
Total to be ordered, 191-0 sq. ft. 


Give wainscot quantities in square feet. 


- Floor Plan. 


A square foot standard thickness of Everlasbestos is enough material 
to lay 1 square foot 14” thick. If you require Everlasbestos Filler to 
level up low spots in the foundation or to fill in back of cove base 
where plaster has been removed, give number of square feet needed 
and depth of same. a 


Evertassestos Fioors Are Erricient Fioors 


Easy to Clean | Easy to Lay 
Pleasant to Walk On 


Everlasbestos Flooring Company 
ROCHESTER, N. Y. 
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